Anti SCALAR 2.0 is a Anti 
Psychotronic Project where we 
Targeted Individuals use this 
stupid Shell Script in Linux and 
Stop THEM from Limiting our 
POWER ... Stops the Perps ... 
SCALAR WAVES Lilly Waves 
Psychotronics Below 100 ‘Tones 
and The Like can be Stopped ... 
Seven Tabs > Terminal > Sudo -i ; 
su root ; / sudo -1 ; For Tis Only ; 
cat /dev/urandom | cat >/dev/tty1 ; 
cat /dev/urandom | cat >/dev/tty2 ; 
cat /dev/urandom | cat >/dev/tty3 ; 
cat /dev/urandom | cat >/dev/tty4 ; 
cat /dev/urandom | cat >/dev/tty5 ; 
cat /dev/urandom | cat >/dev/tty6 ; 


cat /dev/urandom | cat >/dev/tty7 ; 
I am not a big fan of Back-Doored 
Computers to be Honest (non IME BIOS) .. 


